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glass bulb #, of about 150 ccm. capacity, and three
smaller bulbs, 5, <?, and d, each containing only 100

ccm.    They are connected by the bent tubes, e, /,
and g, and end in the bent capillary tube k.
The pipette is fastened to a wooden or iron stand-
ard in the manner already described (Bee p. 49).
4.   The Double Absorption Pipette for Solid and
Liquid Iteagents (Fig. 84)
The construction may be easily understood from
the figure and from what has already been said.
To prepare the double pipettes for use, introduce
the solid substance to be employed, arid then fill the
pipette completely with the gas to be analysed by